Cc:  Jenkins,  Laura  Flynn[Jenkins. Laura@epa.gov];  Press[Press@epa.gov] 

To:  EOC  Public  lnformation[EOC_Public_lnformation@epa.gov] 

From:  Daguillard,  Robert 

Sent:  Sun  8/16/2015  3:42:43  PM 

Subject:  Re:  New  York  Times  — DEADLINE  TODAY  — Gold  King  Flow  Rate 

From  our  release  yesterday: 

"The  Gold  King  Mine  is  releasing  water  at  the  rate  of  approximately  600  gallons  per  minute. 
Water  eontinues  to  be  treated  at  a series  of  settling  ponds  before  being  diseharged  to  Cement 
Creek" 

Sent  from  my  iPhone 

On  Aug  16,  2015,  at  10:27  AM,  EOC  Publie  Information  <EOC  Public  Information@epa.gov> 
wrote: 


Laura  - 1 will  get  you  the  response  and  you  should  respond.  Better  she  has  only  one 
contact.  Thanks 

-Dan 


From:  Jenkins,  Laura  Flynn 
Sent:  Sunday,  August  16,  2015  9:56  AM 
To:  EOC  Public  Information 
Cc:  Press 

Subject:  Re:  New  York  Times  — DEADLINE  TODAY  — Gold  King  Flow  Rate 

Thanks,  if  you  don't  want  your  personal  email  out  there  feel  free  to  send  response 
to  me  and  I'll  forward  it  to  Julie. 


Laura  Jenkins 
Budget/Project  Officer 
Water  Security  Division 
& USEPA  Region  8 
1595  Wvnkoop  St. 
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Denver,  CO  80208 
Land  Line;  303-312-6256 
Cell  Phone:  202-360-8453 

On  Aug  16,  2015,  at  7:54  AM,  EOC  Public  Information 
<EOC  Public  lnformation@epa.gov>  wrote: 

I will  respond  from  my  personal  inbox  - Dan  Abrams 


From:  Turkewitz,  Julie  <iulie@nvtimes.com> 

Sent:  Sunday,  August  16,  2015  9:50  AM 

To:  Jenkins,  Laura  Flynn;  Press;  EOC  Public  Information 

Subject:  New  York  Times  — DEADLINE  TODAY  — Gold  King  Flow  Rate 

Hi  all, 

I am  following  up  on  the  emails  I sent  last  week  — 

I am  looking  for  the  current  wastewater  flow  rate  out  of  the  Gold  King  Mine. 

Can  you  please  provide  this  today,  as  soon  as  possible?  My  story  will  run 
tomorrow.  If  not,  I will  have  to  write  in  the  New  York  Times  that  the  E.P.A. 
would  not  share  this  basic  piece  of  information  with  the  public. 

The  AP  reports  that  the  flow  rate  is  213  gallons/min. 

Can  you  confirm? 

http://hosted.ap.ora/dvnamic/stories/U/US  MINE  WASTE  LEAK?SITE=AP&SECTION=HOME&' 

Thank  you. 

Julie 


Julie  Turkewitz 


Denver  Bureau 
301  928  5072 
@iulieturkewitz 
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